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SC No. 11955a 


26 April 1954 


MEMORANDUM FOR 
ATTENTION 


Chief, Dissemination and Control Branch, 

25X1 A9a 


OCI 


FROM 


Acting Chief, Projects Control Staff, ORR 


SUBJECT 


Dissemination of CIA/SC/RR-X-5 


The following is the recommended dissemination list for 
s abject report. It is requested that you disseminate copies 2 through 
12 and copies 41 through 73s. 


Copy No. 

1 

2-5 

6-9 

10 

11 

12 

13 - 40 


Official Recipient 

Assistant Director 
Research and Reports 

Assistant Director 
Current Intelligence 

CS/FC 

Assistant Director 
Scientific Intelligence 

Chief, FI/STD/ISB/OSB 
Chief, 5R/OCD 
Internal ORR distribution 


Sent by way of: 

2gf/gr — 

St/PR /C/RR 
Se/DlS3 / OCI 


Se/DJSS/OCI 

25X1 A9a 


Chief, CSB/OSI 
25X1 A9a 



Projects Control Staff 


41 Director, Central Intelligence Mr. Robert Amory, Jr. 

221 Adm. Bldg. 


42 - 49 G-2 (5RR), US Army 


Col. John P. Kaylor 
SSO OAC of S, G-2 
2A474, Pentagon 
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Copy No. Official Recipient 

53 - 58 ONI (OP 322Y1) 

59, 60 AFOIN 1A3 


61-63 Department of State (SPS) 


64 Assistant Director 
National Estimates 

65 - 69 Director, NSA 


70 


Executive Secretary NSC 


Sent by -way of: 

Cdr, John L. Holmes, Ji 
OP 322 Yl, AHS 
Room 1401, B Bldg. 

Maj. Joseph Machise 
AFOIN 1A3, 

555 Pentagon Annex 
(Left at 2A474, Pentagon) 

Mr. T. A. Polyzoides 
Dept, of State (SPS) 

1250, State Annex 2 

Mr. Sherman Kent 

134 Adm. Bldg. FOIAb3c 


Director, NSA 



Mr. James Lay 

300 Executive Office Bldg. 


71 


72 


Deputy Director of Intelligence 
The Joint Staff 


Senior Staff Officer 
OCI/CIA, AHS 


Col. Karl Scherer 
Joint Intelligence Group 
Deputy Director of Intel. 
2E965, Pentagon 


25X1 A9a 


SSO, OCI/CIA 
Room 1406, B Bldg. 


25X1 A9a 



Enclosures; 

Cover sheet CIA /SC/RR-X-5 
Copies 2 thru 12; 41 thru 72 of report 

25X1 A9a 

St/ PC 
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